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There were no nonH^pmpJiant items identified during the inspection Registrant was in cpmpliance with AWA 
Ragulalioris and Slaridards at the Ume of the inspectlDti. 
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MORTHWeSTiRN C T COMWIJMITY COLLEGE 


PARK PLACE EAST 
WINSTiD, CT 06090 


Customer ID' 15301 
CertrficBle: 16-H-OCMO 


Site- 001 


:b)(2)High, (b)(7)f 


Type: ROluTTINE JNSPECTION 
Dale- Feb-06-a008 


2,31 (c) 

INSTITUTIONAL ANIMAL CARE AND JSE COMMITTEE (lACUC). 

2-61 [c) - “lACJC Functions. With respect to acSvrties involving anioials, the lACUC, as an a^nt of the researcJt 
lacililv, shall: 

(1) Review, at least once every six months^ ite researcJi facilfly's program for humane care and use of animals 

(2) Inspect. Bl lensl cnee every six months, ell cl the reseeroh tecility's animal tacililies.' 


1. The lACUC inspected the animal facilitira and reviewed the program fp* humane cane and use of animgb on 
S.'l/07. Th* nest mspaclion and pragram f&view was coflciijcled by the lACLfC T 1,'2 mwilhs latar on iZ'ia.'S?. The 
lACUC should inspect the animal Facilities and review the program lor humane care and use of animals at least ortce 
every € nidnUia. Gorrecl with iFs Spring 2Q[ia reviews. 


2-33 (tJ> 13 ) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

2.30 (bS (£) - 'Each research facility shall estaJCilish and maintain pfograms of adequate veterinary care lhal include: 
(2) The use df epprapriate methods to prevent, control, diegnose, end treal diss^see and injuries." 

1. The lollowing outdated medioatir^nS were bdenlilied in the lab area. Thie use m outdated medicetionp may not be 
safe or alilcacious and is not considorad an acceptable standard of vetsrirvary pracbce. Facility conrsciaid this item 
during the inspection by iSscsrdirg |Fie outdated medioaticmS- 

a. Epinephrine, £5 ml bottle, #1 , exp 

b. Betadine, gallon, #1 , exp tZ'Q?. 

c. Buprenex ampules, St 9, enp 2/1 .^6. 
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2- The niedical record for Cat #7 wag reviewed According to the medical record, the cat weg vaccanated for Rabies 
on 1Z’'1 St'CM and vvDuld be dub for Itn noxt Rabies vascinalion on t2/1 5vD7. As [>1 Z^'S'-DS, lha cat had not I'aaeived 
the Rabies vaccination as prescribed in Ihe medical record. Fadlily corrKted Ibis item during the inspection by 
administering Ihe Rabies vaccinalion to Cat #7. 


3.11 (c) 

cleanimOh sanitization, housekeepimg, and pest control. 

3. 1 1 (c) - ■'Housekeeping for premises. Premises where housing facilities are located, includirig buifclings and 
sorTOuridihg grounds, mL.tEt ba kepi olSian and lb good repair to protenl Ifia animals Irorrl ihjmy, to lar^ililata tha 
htiEbandry practices required in this subpart." 


(b){2)High, (b)(7)f 


1. Trie Reaistra nl has Cats that are alkjwed to move around the premises during Ibe daytime. The door to 

[was noted to be open. There was a gallon sized bottle ot ^foinfectant concentreie having a pump 


type dlsper^ser ic^ localed on tha lloor at the^i{^|||g|jB|lhiat was readily acce^ibfe to the Cats. Slorage of ctaamng 
sufstl'es on the floor could pose a hazard to the Cals through direct contact ivith ihpe rJisinfectant. 


2. There was an ejfcessive buHd up of dust on the surfaces of Ihe stored unused caging, shelving, and other 
assorted pieces of equipment loosEsd 


3. Several areas of the floor in|j|||[|,vere rvoled to be dirty ar>d had some wooden bedding and pieces of rodent chow 
present. 


b)(2)High, {b)(7)f 


4. There were 2 longitudineJ cracks identified in arre nd the walls Ol the) 

order to maintain Ihe premises in good repair and to ensure proper sanitization. 


that need Id be addressed In 


These ilems need to be addressed by ffie facilily in order to keep the premiEes clean and in good repair. Correct item 
1 immsdiaioiy^ itoms 2 and 3 by and Item 4 by syii'DS. 
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